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INFORMATION SYSTEMS SECURITY GROUP 
SUMMARY REPORT - May 1974 


HIGHLIGHTS 


25X1C a On 28 May 1974 a member of the [I 25X1C 


of Security was afforded a briefing on Computer 
Security. 


2. The Intelligence Community policy paper on the 
release of magnetic storage media was published and dis- 
tributed within the Community and internally within the Agency. 


25X1A 


4. Plans were completed for the Computer Security 
Seminar to be held by the Information Systems Security Group 
during June - July 1974. 


5. The full time assignment of a member of the Group 
to the Badge Office was concluded, and an evaluation of the 
Central Badge System (CENBAD) activities within the Badge 
Office was made. This evaluation contained the opinion that 
CENBAD could be run within the Badge Office and will benefit 
the Office of Security. 


6. The After Hours Security Check of the OJCS soft- 
ware disconnect facility was concluded. This survey included 
a supplemental check of the terminals following improvement 
of security procedures in the OJCS Time Sharing Computer 
System brought about as a result of the initial survey. 
Security of remote terminals, in particular those in non- 
secure areas was considerably enhanced. 
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ANALYSIS 


The number of new cases opened showed a Significant 
reduction. This decline was brought about by the transfers 
(without corresponding replacements) of a number of personnel. 
This required a re-evaluation of priorities and a closing out 
of pending cases prior to the acceptance of new. This 
re-alignment was further demonstrated by a corresponding 
reduction in cases pending at the end of the reporting 
period. 


TRENDS 


Personnel replacements are arriving and will continue 
to arrive through July. Formal and on the job training of 
these new personnel will occupy a good deal of time. New 
cases will increase slightly, and the trend will be a 
gradual return to previous case load levels. 


Cases Pending 30 April ..... 50 
Cases Opened during May..... 38 
Cases Closed during May..... 53 
Cases Pending 31 May ..... 33 
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